REPAIR PARTS 
Price List 


No. 5306 

Revised Nov. 1, 1937 


JANtSVIttl-WISCONSIM-U. J. A. 


PARKER REPAIR PARTS 


PARKER VACUMATIC PEN PARTS 


Nib 


Tube Feed 



HikiiftiiM 



■HI 


Section 


Barrel 


BUnd Cap 


mm 



Filler Unit 


Diaphrasrm 


Filling Mechanism 



mm 



Outer Cap 


Clip 


Kin* Crown C'JIp JScrew 


$10.00 $8.75 $7.50 $5.00 

Senior Maxima & Standard Junior 

Maxima Major Slender Juniorette 

Vacumatic Vacumatic Vacumatic Vacumatic 

Nib 4.50 3.50 3.50 2.00 

Tube Feed .30 .30 .30 .30 

Section .30 .30 .30 .20 

Barrel 1.80 1.20 1.20 .80 

Filler Unit Complete .60 .60 .60 .60 

Filling Mechanism .50 .50 .50 .50 

Diaphragm .10 .10 .10 .10 

Blind Cap Complete .50 .50 .40 .20 

Blind Cap Section .30 .30 .20 .10 

Blind Cap Band .10 .10 .10 .10 

Blind Cap Screw - .10 .10 .10 .10 

Outer Cap 1.70 1.70 1.10 .70 

Clip Screw _- .10 .10 .10 .10 

Clip .60 .60 .60 .60 

Ring Crown .60 .60 


PARKER REPAIR PARTS 
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PARKER BUTTON FILLER PEN PARTS 



• vl » FKKI) SECTION BAltKKL BMN1 

CAP 


SAC 


BAR 




$7.00 

$5.00 

$5.00 

§5.00 

$3.50 

$2.75 


Duofold 

Duofold 

Duofold 

Duofold 

DeLuxe 

Parker 


Senior 

Junior 

Lady 

Midget 

Challenger Challenger 

Nib — - 

3.50 

2.50 

2.50 

2.50 

1.50 

1.25 

Feed 

.15 

.15 

.15 

.15 

.15 

.15 

Section 

.15 

.15 

.15 

.15 

.15 

.15 

Barrel 

1.40 

.90 

.80 

.80 

.70 

.50 

Blind Cap _ 

.10 

.10 

.10 

.10 

.10 

.10 

Bar 

.10 

.10 

.10 

.10 

.10 

.10 

Sac — _ 

.10 

.10 

.10 

.10 

.10 

.10 

Outer Cap 

1.40 

.90 

.80 

.80 

.70 

.50 

Inner Cap _ 

.20 

.20 

.20 

.20 



Clip Screw 





.10 

.10 

Clip — — 

.30 

.30 

.30 

.30 

.30 

.30 

Ring 



.30 

.30 

.30 

.30 


LEVER FILLER PEN PARTS 


Parkette Bar $^75 ^ 25 

\ List Price Parkette Parkette 
of Pen Parts Deluxe 

Nib 1.00 .75 

1 ^ —7^ Feed .10 .10 

J Section .15 .15 

( as ^X Barrel .70 .40 

Parkette I^ver with Ring Sac .10 .10 

Bar .02 .02 

v „ ^ ^ — Lever and Ring .03 .03 

r Cap .60 .40 

Parkette Clip Clip .10 .10 
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PARKER REPAIR PARTS 


PARKER PENCIL PARTS 



CUP or SCREW RING CLIP SCREW 


VACUMATIC PENCIL PARTS DUOFOLD PENCIL PARTS 


List Price 

$5.00 

$4.00 

$3.75 

$3.50 

$2.50 

$4.25 

$3.75 

$3.25 

of Pencil 
Parts 

Senior Maxima 

& Maxima Major 
Vacumatic Vacumatic 

Standard 
& Short 

Junior 

Junior 

Duofold 
Senior 

Duofold 
Junior 

Duofold 
Lady 

Point 

.40 

.40 

.40 

.40 

.40 

.80 

.70 

.60 

Mechanism 

1.30 

1.00 

1.00 

1.00 

1.00 

1.50 

1.30 

1.10 


1.20 

.80 

.80 

.60 

.60 

.90 

.80 

.70 

Cap 

1.40 

1.40 

1.00 

.80 

.80 

.90 

.80 

.70 

Clip Screw 

10 

.10 

.10 

.10 

.10 

.10 

.10 

.10 

Clip 

.60 

.60 

.60 

.60 

.60 

.30 

.30 

.30 

Ring Crown 



.60 

.60 

.60 



.30 


PARKER REPAIR PARTS 
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FRONT MOVEMENT PENCIL PARTS 


«=3 ^ F- p 


FRONT 

MOVEMENT 


CARTRIDGE 

HOLDER 



$2.50 

$1.50 

$1.25 

$1.25 

$ .75 

List Price 

Midget 

DeLuxe 

Parker 

Parkette 

Parketl 

of Pencil Parts 

Duofold 

Challenger 

Challenger 

DeLuxe 


Front Movement - 

_ 1.20 

.75 

.60 

.30 

.30 

Cartridge Holder _ 

_ .10 

.10 

.10 

.10 

.10 

Barrel _ 

.80 

.40 

.25 

.40 

.30 

Cap 

.40 

.40 

.25 

.60 

.40 

Clip Screw - 

. .10 

.10 

.10 



Clip _ 

.30 

.30 

.30 

.10 

.10 

Ring — 

.30 

.30 

.30 




SEPARATE PARTS 
OF MECHANISM 


Clutch 


.05 list 


Knock-out 
Pin 


.05 list 


e 


ERASERS, package— 10c list 
Size: Senior, Junior, Lady. 

Specify whether for 
streamline or metal cap 
pencil. 


■*5 


Lead 
Tube 
15c 
list 


Lead 
Cartridge 
with extra 
eraser 
15c list 


BLACK LEADS 

7 Grades 
2B extra soft 
Bsoft 
HB Medium soft 
Ffirm 

H medium hard 
2H hard 
4Hvery hard 

COLORED 
LEADS 

Purple 

Red 

Blue 
Green 
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PARKER REPAIR PARTS 


DESK SET SOCKET 
The Parker Desk Set Socket consists of a bowl and a retainer. 



Desk set socket, complete — list price $1.60 


There are four styles of bowls: There are two types of retainers: 



list price 80c 

Plain sleeve bowl, list price 80c 



All bowls are made to fit the three sizes of pens and three sizes of pencils" in the Parker 
line. Specify maxima, standard, or slender size, and whether for pen or pencil. 


PARKER REPAIR PARTS 
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SEALOMATIC SOCKET 

The Sealomatic socket has the new seal- 
omatic bowl and the snap retainer com- 
bined in one unit. 

The Sealomatic socket is made in the 
following sizes: 

Pen: Standard, Slender 
Pencil: Standard, Slender 


New Sealomatic socket list price $2.00 



Taper 

Taper, with gold band or chrome band, All tapers are made to fit the three sizes 
list price $.50 of pens and three sizes of pencils in the 

Beaded taper, for Parkettes only, Parker line. Specify maxima, standard, 

list price $.25 or slender size, and whether for pen or 

pencil. 


